SUMMARY OF REPORT 
COMMITTEE ON PUBLIC SAFETY 
SUBMITTED TO THE CITY COUNCIL AT THE 
MEETING OF APRIL 13, 2016 


Committee Meeting Held March 22, 2016 

The following appointment and re-appointment were recommended for Approval: 


1 A2016-1 5 Appointment of Richard C. Ford II, as member of the Chicago 

Emergency Telephone System Board 

2. A2016-16 Re-appointment of Benjamin Dieterich as member and chair of the 

Chicago Emergency Telephone System Board 



